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These engines are started by means of compressed air stored in a
receiver.

For large units the four-cycle engines are built double acting,
twin and tandem.

Oil Engines. As under certain local conditions these engines
can be operated with very great economy a few words about their

FIG. 43.   TRANSVERSE SECTION OF FOUR-CYCLE GAS ENGINE.
construction will be of interest in this place. The main difference
in the operation and construction of oil engines from gas engines is
the fact that the oil before going into the cylinder has to be evapo-
rated thereby necessitating the use of a suitable gasifier. An oil